s 
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is not permitted, by Cosmic Law, to give His Life 
where there is no soul growth. Therefore, friends, 
let every Word of Truth We have given you become 
part of your Eternal Identity. Practice this ang 


be FREE. 
Blessings and Love, 


MAHA CHOWAN 


seat 
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THOMAS PRINTZ' PRIVATE BULLETIN 


Noe 6 February ie 195) 


Ieee ye 
Beloved Children: 


Do you know how muchI love you? How close We 
have drawn as your earnest hearts andsweet spirits 
have ponderedupon My Word, and your innocent souls 
have Winged theirway into My Presence following 
the beam of your attention and secking the Comfort 
of the Light’! How often have I place My arms 
around yout How oftenhave your weary heads lain 
upon My Bosomas through youI poured My Life and 
the Comfort which it has been My privilcre ond 
honor to radiate to your Earth in the Name of the 
Holy God, Creator of Us ail, Sustainer of Our 
Beings - Majestic and Powerful and Mighty. All 
Glory be to His Name! 


Ny children, Iwant you to feel the radiation 
of My Light as It flows out through the mamiti- 
cent forcefields you have created by your own 
voluntary energy, woven into song, into dynamic 
application, into clear visualization through a 
period of months and years cf selfless, kindly, 
constant service to this universe and the humcnity 
evolving upon the planet. On the path of your love 
and on the very energies of your own lives have 
We walked again into the presence of manicind, 
sustained by your faith that Our Reality, Our 
Gifts, Our Consciousmess, Our Counsel might reach 
into the hearts and feelings of the members of 
the race willing to accept the conception that 
there are Free Beings governing and directing the 
course and destiny of this evolution. 


182 


Do you knowhow precious to Us are the friengs 
who have created that BRIDGE from the human Side? 
Ah} your hearts cannot conceive the Love We fee) 
for men and wanen wearing bodies of flesh, living 
in a realm and world of chaos and confusion anq 
unbelief, and yetwho have enough grace of spirit, 
enough faith and confidence to reach out a friendly 
hand and, through the veil, erasp Our own; to 
accept a Hierarchy who, on Their rare visits to 
the mankind of Earth, have caused the bodies of 
the pecple visited to tremble in fear, md made 
them cover their eyes with their hands because 
they believed that they dare not look upon the 
Light cf Our Presence; a Hierarchy now accepted 
without fear, superstitious dreadand confusion, 
but accepted as comrades and fellow-workers, 
makes Us exceedingly grateful. 


In those rare intervals when the Coamic Law 
aalowed Us to pass through the veil and contact 
amember of the human race, so often was Our 
Presence such a shock to the individual; so greatly 
was the emotional body stirred, that it was com- 
pletely beyond the power of the one to wham We 
came toreceive either Our message or Our Instruc=- 
tion, From this youcan see that it would not be 
possible for the veilto be rent so that the Host 
of Heaven could step through until a prepared 
body of conscious individuals incarnate was ready 
to receive Them, and in intelligent, mature 
dignified, reverent acceptance, work with that 


Hierarchy in forwarding the Cause of God Freedom 
for the race, 


Such preparatign, b a : 
Such menand women 2 elovedones, is in progresses 


have been found, Such men and 
ioe ial et this Endeavor of Ours, andI bow 
y ight in gratitude to the Source of 
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all that lives that the day of Our return into 
the consciousness of all the mankind of Earth 
looms Closer because the door has been opened by 
Faith and held back by the armsof Love, and the 
pathway of consciously dedicated ener 


. By passin 
out of your bodies and moulded into forn - waite 


ness before the Great Cosmic Tribunal that the 
mankind of Earthdowish to walk and talk with a 
free Hierarchy, the Angels, the Devas and the 
Gods once more, We come in answer to an invitation 
from your hearts, We have waited many centuries 
for such an invitation, and Our gratitude to the 
lifestreams who are able to accept the logic 
within Our words and Counsel cannot be measured 
by any human concept, but it can be felt, I m 
sure, by those of youwho are now sensitive enough 
to note the radiation of Our Individual Presences, 


The matterof steppingup the vibratory actio1 
of your consciousnesses is accomplished gradual? 
in order to balance the various bodies that make 
up the instruments throughwhich your souls func- 
tion. We return again and again bringing the very 
qualities and vibratory action of Our moment, 
blending them ali together , and passing the Flames 
and Rays of Our individual worlds through you, 
preparing you for the hour of Visitation, md 
believe Me, it will come at the instant when a 
cooperative group gather together and can retain 
the harmonyin the inner bodies sufficiently to 
stand the pressure as the veil is rent and the 


Electronic Presence flashes before the physical 
sight for the first tim. 


How many centuries have passed since mankind, 
a8 a group, have gathered together and raised 
their voices in song to Me and the Seven Chohans 
Who work with Me} My heart is so filled with 
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‘ very time I hear it that I invariably 
ee eae Law for some added Dispensation 
: return on the very energy of your words and 
music to help set you free. 


Oh. how I love My Seven Sons How magnificent 
They a - individually: How distinctive in Their 
Service and yet how cooperative in Their endeavor} 
How could 1 describe to you the unity of con. 
sciousness between Us - working aS one body «= 
deeply and sincerely interested in each project 
and idca born out of the hearts and souls and 
spiritsof each other - and now standing, as One, 
behind the Beloved Saint Germain in His Great 
Endeavor to externalize the permanent Golden Age 
for the dear Earth. 


imother week I shell tell you how Our Beloved 
Morye conceived the icea of assisting Him by 
raising up those God-free men and women (your 
sweet selves) who were willing to step forward 
intoa greater understanding of the Law; and now 
I want to thank you for your attention to My words; 
I want to thankyou for your Love, for your Faith, 
andfor your Friendship; and I would like you to 
accept, My chilcren, through your feelings, My 
own sincere Love andthe Love of God which, flow- 
ing through you, is Victor, It is just that < 
ACCEPT IT NOW! I can give’ you no more than My 
word. My Word is My Life; it is My Pledge — My 
Bond. I know your struggles, for I walked the way 
of Earth; I walked from darkness into Lights; and 
I standin thet Light now holding your hand that 


you, too, may pass through the veil and stand 
with Me, 


I am your Friend of the Ages; your Companion 
and all that your Comfort is, Come to My arms} 
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feel My arms about you, 
in Our Realm does not 
It is Eternal, 


and now that Friendship 
vary with the weather - 


I thank you and I bless you forever, 


MAHA C HOHAN 


SH 


